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Message Text 


UNCLASSIFIED 

PAGE 01 LAGOS 04553 151936Z 

13 

ACTION CU-04 

INFO OCT-01 AF-06 ISO-OO HEW-06 /017 W 

088645 

R 15 163 1Z APR 76 
FM AMEMBASSY LAGOS 
TO SECSTATE WASHDC 4461 
INFO USIA WASHDC 
AMCONSUL IBADAN 
AMCONSUL KADUNA 

UNCLAS LAGOS 04553 

KADUNA PASS KANO 

E.O. 11652 : NA 
TAGS : OEXC, NI 

SUBJ : DHEW/OE/DIE FY'76 FOREIGN CURRICULUM CONSULTANT PROGRAM 
REF : A. LAGOS 3039, B1DEPTA-302 

1 . ADELUGBU NOT RPT NOT AVAILABLE FOR NORTH CAROLINA PROGRAM BUT 
USIS IBADAN HOPEFUL UNIBADAN WILL SUGGEST ALTERNATE SOON. 

2. UNJOS VICE CHANCELLOR STATES "ACTION BEING TAKEN ON YOUR 
MARCH 9 REQUEST". 

3. FOLLOWUP ON NOMINATIONS FROM OTHER INSTITUTIONS COMPOUNDED BY 
SPRING TERM/EASTER HOLIDAYS, BAN ON OFFICIAL USG EMPLOYEE TRAVEL. 

4. WILL FORWARD NOMINATIONS IF/WHEN RECEIVED. 

EASUM 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 APR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976LAGOS04553 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 44-0805 
From: LAGOS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760458/aaaabxgx.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 LAGOS 3039 
Review Action: RELEASED, APPROVED 
Review Authority: oatisao 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 JUN 2004 by SilvaL0>; APPROVED <08 SEP 2004 by oatisao 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: : DHEW/OE/DIE FY'76 FOREIGN CURRICULUM CONSULTANT PROGRAM 
TAGS: OEXC, Nl 
To: STATE 
Type: TE 
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